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Message Text 

CONFIDENTIAL 

PAGE 01 PRETOR 01642 041455Z 
ACTION OC-06 

INFO OCT-01 AF-08 ISO-OO CCO-OO SY-05 OCL-OO /020 W 

041458Z 052626/53 

P R 041346Z APR 77 
FM AMEMBASSY PRETORIA 
TO SECSTATE WASHDC PRIORITY 7261 
INFO AMEMBASSY NAIROBI 

CONFIDENTIAL PRETORIA 1642 

NAIROBI FOR RCO 

E.O. 11652: XGDS-2 IMPOSSIBLE TO DETERMINE 
TAGS: ACOM. ASEC, SF 

SUBJECT: SKYLINK INSTALLATION-PRETORIA 
REF: A) A/OC MEMO 3/4/77, B) PRETORIA 1607 

1 . TELEPHONE INSTRUMENT RECEIVED FOR SKYLINK SECURE VOICE 
SYSTEM IS WALL TYPE AND CANNOT BE MOUNTED IN ACR. REQUEST 

DESK TYPE INSTRUMENT BE FORWARDED SOONEST. PRESUME INSTALLATION IN 
ACR WILL HAVE TELEPHONE INSTRUMENT DISCONNECT TO ALLOW INSTRUMENT 
TO BE DISCONNECTED AND MOVED TO ACR PARENT ROOM 
WHEN STAFF MEETINGS ARE IN SESSION. 

ADVISE. 

2. PLEASE EXPEDITE REPLY REF (B).BOWDLER 


CONFIDENTIAL 
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Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 22 May 2009 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 
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ISecure: 1 
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Litigation Code IDs: 
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Litigation History: 
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